lkO Beach 135 St. 

Rockavay Beach, N.X| Y. 1169 k 
Dec. 23 , 1979 


Harold Weisherg 

R' ute 12, Frederick, Md. 21701 

Dear Harold, 

I thought you might he interested in the following information. 

Re: 399 

From the Report of the Firearms Panel, starting at page 353 of vol. 7 
of the H3CA report; 

At paragraph 105; " CE 399 One fired 6 . 5 millimeter caliber full 

metal- jacketed bullet, found on a stretcher. . .etc. The bullet weight 

was found to be 157-7 grains . ( 72 ) In the same boxas the bullet was a tiny 

fragment, whih was too small to weigh or otherwise examine." 

Footnote 72, on page h-15 reads: "The panel noted that Warren Commission 
determined the weight of CE 399 to be 158.6 grains (Warren report, p. 95 ). 

The Mational Archives also weighted CE 399? at the request of the committee 
and the panel, on Dec. I 1 *-, 1978, and found its weight to be 157.7, the same 
as the panel's finding ( H5CA outside contact report, Robert MaeClaren, 

Dec. Ik, 1978 , JFK Document No. OI 3672 ) ‘‘ 


Re Harper fragment from which I was reading was File # 62-109060. 

In my file, its near another document which has " - 53" after that number; 
but I can't find another number on this sheet. 

In wxttx handwriting appears, S^sk^xx "Photos made by Webb." 


I'm sure you can locate this easily in your stuff. I am so deluged 
with tasks that this letter will have to suffice for now, unless you resilly 
need a facsimile (for future ref., its my DSL 86 A) . 


TMxsiagcx Hope the above info is useful. 




fbt / 


Thinking about it, yes, I'd really like copies o^f the shirt slits, if 
you have an extra set. If not, and you made a set available for a brief loan 
period, perhaps I can have copies made by Robert G. He will be doing some 
photo work for me soon, and I canid add that. Let me know. 

Incidentally, in quoting the above from the BSfiA report, I make no 
dlaims to thoroughness . There may be more data useful to you there. Just 
don’t know. 

Regards 
/ 

David 




